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To all whom it may concern: 

Be it known that I, Tomas A. EpIson, of 
Menlo Park, in the county of Middlesex and 
State of New Jersey, have invented a new and 
useful Improvement in Electrical Railroads, 
(Case No. 467 ;) and I do hereby declare that 
the following is a full and exact description of 
the saine, reference being had to the accompa- 
nying drawings, and to the letters of reference 
marked thereon. 

Heretofore in electrical railroads wherein the 
two lines of traffic-rails have been used as part 
or all of the conductors for carrying the ecur- 
rent to and from the motor, or wherein a third 


half of the circuit, it has been attempted to 
lessen the resistance and secure good conduc- 
tivity by perfecting as far as possible the joints 
between the ends of the rails; but this has 
been’ only partially successful, from the fact 
that loose joints have to be provided at the 
ends of the rails to permit of expansion and 


contact becoming oxidized the contact becomes 
bad, making the combined resistance of the 
large number of joints in any section of the 
railroad considerable. 

The object of the present invention is to re- 
duce the resistance of the circuit to the mini- 
mum. Thisisaccomplished by providing each 
line of rails used as a conductor with two or 
more continuous conducting-wires on one or 
ou each side of the line of rails, which continu- 
ous wires pass beneath the fish-plates at the 
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fish-plates against the rails. These wires may 
be bare copper wires, or they can be insulated 
between the fish-plates and left bare where 
they pass under such fish-plates, -The insula- 
lation is scraped from the web of the rails at 
the ends, and the surfaces so scraped are 
cleaned, and may be electroplated with nickel | 
or silver or other metal not easily oxidized by 
exposure to air and moisture, in order to make 
good contact with the continuous wires. One 
of the conductors from the electrical genera- 
tors is connected with the continuous wires of 
the line of rails and with the rails directly or 
with the wires only. It will be seen that the 


resistance of the lines of rails provided with 
the continuous conducting-wires will be greatly 
reduced thereby, since the wires will form a 
continzous metallic circuit to and from the 
rails over which the motor is passing, no mat- 
ter where the motor. may be on the track, more 
or less of the current being conducted through 
the lines of rails according to the resistance at 
the joints. 

In the drawings, Figure 1 is a perspective 
view of @ portion of two lines of rails having 
the continuous conducting-wires; and Fig. 2,a 
cross-section of a rail near the end of the same, 
showing the fish-plates in elevation. 

A and B represent two lines of T-rails. The 
rails of each lineare connected together by fish- 
plates ab and bolts c, passing through the fish- 
plates and rails, as usual. The rails are used 
as conductors of the current, and are insulated 
as described in my application No. 466. 

E represents continuous conducting-wires, 
which are placed on one or on each side of the 
rails of each line, and are clamped by the fish- 
plates against the ends of the rails. Thecon- 
tinuous wire may be bare copper wire, or it 
can_ be insulated, except where it passes be- 
neath the fish-plates. The webs of the rails 
at their ends have the insulation removed 
therefrom, and are cleaned and preferably elec- 
troplated with nickel, silver, or other metal 
not easily oxidized by exposure to air and 
moisture, in order to make as good contact as 
possible with the continuous wires. Thecon- 
ductors from the electrical generators are con- 
nected with the wires and also with the rails 
or with the wires alone. The current is con- 
ducted to and from the motor through wheels 
resting on the rails, and a continuous metal- 
lic circuit will be formed to and from the rails 
over which the motor is passing by the con- 
ducting-wires, while part of the current will 
pass through the rails themselves. 

What I claim is— 

1. In an electrical railroad, a line of con- 
nected rails having its conductivity increased 


by means of one or more continuous conduct- 


ors attached thereto, substantially as set forth. 
2. In an electrical railroad, the combination, 
with a line of connected rails, of one or more 
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continuous conductors attached to such rails | with which they make electrical contact, sub- 


and making contact therewith at the joints of | stantially as set forth. 10 
the rails, substantially as set forth. This specification signed and witnessed this 
3. Inanelectrical railroad, the combination, ; 7th day of July, 1882. 
5 with a line of connected rails, of one or more THOMAS A. EDISON. 
continuous conductors extending on one oron Witnesses: 
each side of the rails and clamped by means Ricup. N. DYER, ; - 
of the fish-plates against the ends of the rails EDWARD H, PyatT. : 


